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UNITED STATES INTELLIGENCE BOARD 
SECURITY COMMITTEE 


SECOM-D-20 
LI December 1974 


MEMORANDUM FOR: Executive Officer, IC Staff 

SUBJECT : Computer -Assisted Compartmentation Control 

System 


1. The USIB has approved a study effort initiated by the 
Security Committee to determine requirements of a viable cost- 
effective computer -assistedl ^ == = 


2. We have been informed that compu ter cost of this 
feasibility study which OJCS will make will be 

3. It is requested that General Wilson approve of this sum 
from his budget to meet this cost. 

4. The bill will be submitted to the Budget Officer in the 
DCI Administrative Office. 
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